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Test Categories/Tests 


93.CE.242 


39.0 

Complete 

inTest 

InTest 

Complete 



Smoke 

FTC Butt Length, mm 
FTC TPM, mg/cigt. 

FTC Nicotine, mg/cigt. 

FTC Water, mg/cigt. 

FTC. Puffs/cigt. 

Cigarette 

Total RTD, mm of H20 
Static Burn Time, min. 
Circumference, mm 
. Paper 

Permeability, coresta units 
Filter 

RTD, mm of H20 

Tipping Paper Length, mm 

Ventilation, % 

Firmness (Unequil.) 

Firmness, mm (As Is) 

Tobacco Weight, g 
Oven Volatiles, % 


Per Customer;: To^ia^co rta$f>is too short for 40mm static burn test. 
Please test\as.^^Omm rod when performing static barn test. 
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